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DDS&T 4117-82 


1 0 DEC 1982 


1 6 OEC 1932 

LOGGED. 


MEMORANDUM FOR; Executive Secretary, Intelligence Research 

and Development Council 


FROM 

SUBJECT 


R. E. Hineman 

Deputy Director for Science and Technology 
Designation as Alternate Members to IR&DC 


Effective 29 November 1982, Dr. Philip Eckman is designated 
as Agency CIA alternate member to the IR&DC. 
is designated as the sec ond alternate. 

STAT 

4 

R. E. Hineman 

cc : ORD 


STAT 
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